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GOVERNOR 

TIMOTHY P. MURRAY 

UeUTENANT governor 
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SECRETARY 
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COMMISSIONER 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


11/19/10 


Sarah Staacato 

Assistant District Attorney, Suffolk County 
Dear ADA Staiicato 

Enclosed is the infoniiation you requested in regards to Commonwealth vs. 

Included are copies of the following: 

1. Drug Analysis Laboratoiy Receipt. 

2. Curriculum Vitae for Annie Khan, and Kate Corbett. 

3. Control Cards with analytical results for samples 

4. Analysis sheets with chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples # 

I, Aimie Khan (Dookhan), was the custodial chemist and performed the preliminary testing and net 
weight for this sample. Kate Corbett was confinnatory chemist and analyzed the GC/MS data for 
this sample. 

If you have any questions about these materials, please call me at the number below. 




Amiie Klian (Dookhan) 

Chemist II 

Drug Analysis Lab 

Jamaica Plahi, MA. 02130 

(617) 983-6631 

Amiie.Khan@state.ma.iis 
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DRUG RECEIPT 



To be completed by ECU personnel only 


Name and Rank of Submitting Officer 


Received by 


BPD Form 0038-B(S 0907 (prev. 1753) 





ID#_^ 5 )o 


/j 7d 


ECU Control # 
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Curriculum Vitae 

Auuie Khau (Dooklian) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry 
University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry 

Experience; 

2003 - present 

Chemist n. Massachusetts Department of Public Health, Drug Analysis Laboratory 

*Completed six-week training course conducted by senior staff within the Department of 
Public Health, Drug Analysis Laboratory. 

* Appointed Assistant Analyst by Assistant Commissioner of Public Health, January 2004. 
*Responsible for the identification of drugs to determine violations of harmful and narcotic 
drug laws. 

*Tramed in the use of complex analytical instrumentation, microscopes and balances for 
the purpose of drug analysis. 

*Maintenance and repairs of analytical instruments. 

*Maintain the Quality Control of analytical instruments and controls/standards. 

* Maintain the Quality Control/Quality Assurance program for the drug lab. 

*Notary Public 

*Qualified as an expert witness in Massachusetts Courts and U.S. District Court 
2001-2003 

OC Analyst n. UMMS-Massachusetts Biologic Laboratory, QC Material Control 

^Completed proficiency training conducted by a member of the staff within the 
Massachusetts Biologic Laboratory, Quality Control and Quality Assurance Department. 
*Routine QC testing of products for the FDA, 

*Trained in the use of complex analytical instrumentation, and balances for the purpose of 
QC analysis for product and validation projects. 

*Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

*Writing, revising and reviewing Standard Operating Procedures (SOPs). 

*Complete testing of chemicals for Vendor Validation Project for the FDA. 

*Method Development for creating new techniques for the QC Department. 

*Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index,. 

PDR, etc. 

Additional Training: 

Dept of Justice - Forensics Professionals 

GLP/GMP course with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS courses with Agilent Technologies and Restek. 

HPLC course with Waters Cooperation. 

FTIR course with Spectros. 

TOC training with Massachusetts Biologic Laboratory and Sievers. 

Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 


Folk OIG PRR 037132 



Curriculum Vitae 


Kate A. Corbett 
Education 

Bachelor of Science Degree, CHEMISTRY May 2003 
MERRIMACK COLLEGE 

Coursework included; Organic Chemistry, Inorganic Chemistry, Quantitative 
Analysis, Instrumental Analysis, Physical Chemistry, Physics, Calculus 


Employment 


Chemist II State Laboratory Institute (March 2008-Present) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance and trafficking substances to 
determine violation of the Massachusetts drug laws 

> Responsible for the identification of pharmaceuticals to determine violation of 
the Massachusetts ^Iru^ laws M 

> Operate analytical,instrumentation, microscopes and balances for forensic 

drug analysis . , , . ; , , . 

Chemist I State Laboratory Institute (2005-March 2008) 

Massachusetts Department of Public Health 

Drug Analysis Laboratory 

> Responsible for the identification of substance to determine violation of the 
Massachusetts drug laws 

> Operate analytical instrumentation for the purpose of performing forensic 

druganalysis - ' ■ ' : ; — 

> Successfully Gompleted-ari 'eight week training course in the analysis of drugs 

conducted by senior staff of the Department of Public Health, Drug Analysis 
Laboratory : . 

> Appointed an assistant'analyst .for< the Department of Public Health, Drug 
Analysis Laboratory ipv^pQS. r,, : 

Research Associate (September 2003 - August 2005) 

SENSOR TECHNOLOGIES, IH,G -Shrewsbury,cMA 

> Prepared chemistries used in making senior beads 

> Generated and examined sen$, 9 rs employing fluorescence spectroscopy 

> Performed proteiri, dye.,and sugar assays using UVA/IS spectrophotometry 

> Carried out titrations on ricin using fluorescence correlation spectroscopy 

> Statistical analysis of experimental data 

Intern (March 2003 - August 2003) 

MASSACHUSETTS STATE POLiGE CRIME-LABORATORY - Sudbury. MA 

> Assisted ih-the gathering of cai§e files td fulfill the National Institute of 
Justice’s NcSuspect Backlog Reduction Grant 

> Observed in the.Evidence,.Criminalistics, DNA, Drug, Trace, Toxicology, and 
Bomb/Arson Units 
















DRUG POWDER ANALYSIS FORM 


SAMPLE# 

No. of samples tested: 


AGENCY 




ANALYST 
Evidence Wt 


PHYSICAL DESCRIPTION! 

30 sva.?r>cV- 



Gross Wt( ):_ 

Gross Wt ( ):_ 

Pkg.Wt:^_ 

NetWt: S-X'XSS 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mlcrocrvstalline Tests 
Goid 

Chloride_ 

TLTAi_J_ 

OTHER TESTS 

fy\ot VsepA c 


PRELIMINARY TEST RESULTS 
RESULTS_ i » 

■ \ 

date o 14>- 


GC/MS CONFIRMATORY TEST 

RESULTS C p<xv^ 

MS 

OPERATOR \.Co>.0 _ 

DATE Ci- ^0'-v«3 


Revised 7/2005 
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MICROMEDEX® Healthcare Series: POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Clonaziepam 

Regulatory^-Status: Schedule IV 

Ingredients 

Active-Ingredient: Clonazepam -1 MG 

Excipients: Lactose (Anhydrous) 

Starch, Corn 
Magnesium Stearate 
Cellulose, Microcrystailine 
FD&C Slue No, 1 Aluminum Lake 

Availability & Manufacturing 

Availability: United States 

Avaliable-Contalner-Sfzes: Bottle of 100; Bottle of 1000; Bottle of 500 
Contact: Sandoz 
Product ID: 5651016 
AAPCC Code: 007000 - Benzodiazepines 

Registry Numbers: NDC 00185-0064-10 
NDC 00185-0064-05 
NDC 00185-0064-01 

Physical Description 

Imprint; G 64 - The tablet is imprinted with E over 64 on one side and bisected on the other 
Form: Oral Tablet 

Color: Light Blue 

Shape: Circle 

<§>1974- 2010 Thomson Reuters, Ail rights reserved. 


http://www.thomsonlicxom/hcs/librarian/PFDefaultActionIdypf,PrintReady 11/19/2010 
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PHYSICAL DESCRIPTION; 


xTs v 


Gross Wt { ) 

Pkg. Wt: 
Net Wt 




SH 

lux 



















MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 


Methadone Hydrochloride 


Regulatory-Status: Schedule N 


Ingredients 

Active-Ingredient: Methadone Hydrochloride -10 MG 

Availability & Manufacturing 


Availability: 

Available-Container-Sizes: 

Contact: 
Product ID: 
AAPCC Code: 
Registry Numbers: 


United States 

unit dose package of 100; Bottle of 100 

Roxane Laboratorios 

3285503 

037703 - Methadone 

NDC 00054-8554-24 
NDC 00054-4571-25 


Physical Description 

Imprint: 64; 142 
Form: Tablet 
Color: white 


<g) 1974“ 2010 Thomson Reuters. All rights reserved. 


http://www.thomsoiihcxomyhcs/librarian/PFDefaultActionIdypf.PrintReady 


11/19/2010 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



AGENCY 


No. of samples tested: 


ANALYST ACQ 
Evidence Wt 


PHYSICAL DESCRIPTION: 




V~^ - 



Gross Wt ( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

Net Wt: o , \ 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MicrocrvstaUine Tests 
Gold 

Chloride_ 

TLTAj_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS r AonCMfl, 
DATE U-VQ 


GC/MS CONFIRMATORY TEST 
RESULTS c Vo-^g%\a- oc/w-i 
MS 

OPERATOR x<Lg»vC _ 

DATE 


Revised 7/2005 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Clonazepam 


Regulatory-Status: Schedule IV 

Ingredients 

Active-Ingredient: Clonazepam -1 MG 

Excipients: Lactose (Monohydrate) 

Magnesium Stearate 
Cellulose, Mlcrocrysialline 
Povidone 
Water, Purified 
Starch, Corn 

O&C Yellow No. 10 Aluminum Lake 
FD&C Blue No. 1 Aluminum Lake 

Availability & Manufacturing 

Availability: United Slates 

Avallable-Container-SIzes: Bottle of 1000; Bottle of 500: Bottle of 100; Strip of 100; Inner Pack 

Contact: Teva Pharmaceuticals 

Product ID: 5575539 

AAPCC Code: 007000 - Benzodiazepines 

Registry Numbers: NDC 0093-0833-93 
NDC 0093-0833-19 


Physical Description 

Imprint; 93 - 833 - This tablet is debossed with 93 - 833 on the unscored side. 
Form: Oral Tablet 
Color: Mottled Green 
Shape: Circle 


© 1974- 2010 Thomson Reuters. All rights reserved. 


http://www,thomsonhc.com/hcs/librarian/PFDefaultActioiiId/pf.PrintReady 


11/19/2010 


Folk OIG PRR 037140 



DRUG POWDER ANALYSIS FORM 


SAMPLE # 



No. of samples tested: 


AGENCY _ ANALYST 

Evidence WL 


PHYSICAL DESCRIPTION: 


\ 'oVujx c^Vc^jOO ^V\c<.<^<2gQ 



Gross Wt{ ):_ 

Gross Wt ( }:_ 

Pkg. Wt:__ 

Net Wt: O - b 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke’s 


MIcrocivstaillne Tests 
Gold 

Chloride__ 

TLTAi_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

Results _ 

DATE r3^- lh‘ CD 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR_ 

DATE 


Revised 7/2005 










MICROMEDEX® Healtlicare Series : POISINDEX® Document 


Page 1 of I 


POISINDEX® Product List 
Viagra 

Regulatory-Status: RX 

Ingredients 

Active^lngredient: Sildenafil Citrate - 50 MG 

Excipients: Croscarmellose Sodium 
Magnesium Stearate 
hydroxypropyl methylcellulose 
Titanium Dioxide 
Lactose 
Tfiacetin 

FD&C Blue No. 2 (LAKE) 
microcryslalline cellulose 
dibasic caicium phosphate (ANHYDROUS) 

Availability & Manufacturing 

Availability: United States 

Avaliable-Coritalner-Size: Bottle of 30 

Contact: Pfizer 

Product ID: 5685122 

AAPCC Code: 777774 - Other Types of Vasodilator 
Registry Number: NOG 00069-4210 
Physical Description 

Imprint: Vgr; 50; Pfizer 
Form: coaled tablet 
Color: blue 

Shape: Diamond; rounded 

© 1974- 2010 Thomson Reuters. All rights reserved. 


http://\vwwThomsonhcxom/hcs/Iibrariaii/PFDefaultActionId/pf.PriiitReady 11/19/2010 

Folk DIG PRR 037142 



Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\0 9___17_10\74 4 0 57 . D 
ASD 

17 Sep 2010 23:32 

BLANK 
ASD 
1 

CLONAZ.M 
RTE 


i 6 

I 




Abundance TfC: 744057.D\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS^** 


744057.D 


Fri Nov 05 13:40:50 2010 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\09__17_10\744058 . D 
ASD 

17 Sep 2010 23:45 

CLONAZEPAM STD 
ASD 
58 

CLONAZ.M 
RTE 


Abundance TIC: "744068.OWata. ms 

800000 
600000 
400000 
200000 
0 

Time-> 


Ret. Time 

Area 

Area % 

Ratio % 

7,113 

2471770 

100.00 

100,00 


7.113 


2.00 2.50 3,00_3^^60 4.00 4.50 5.00 6.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 10.00 


744058.D 


Fri Nov 05 13 


40:53 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


D:\System8\09_17_10\744058 . D 
ASD 

17 Sep 2010 23:45 

clonaz;epaw std 

ASD 

58 

CLONAZ.H 
RTE 


Search Libraries: C:\DatabaseXSLI*L 

C:\Database\PMW_TOX2.L 
C:\Database\NIST08,L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


CAS# Qual 


1 7.11 C:\Database\PMW_TOX2.L 

Clonazepam 

Clorazepate-M/artifact AC 
Terfenadine AC 


001622-61-3 99 
000000-00-0 9 
000000-00-0 9 



744058.D 


Fri Nov 05 13:40:53 2010 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
Acquis!tionMeth: 
Integrator : 


Data File: 

D:\System8\09 
ASD 

18 Sep 2010 

BLANK 

ASD 

2 

CLONA2 

RTE 


17_10\744072.D 
2 : 54 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS**^ 


744072.D 


Fri Nov 05 13:41:17 2010 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File; 

D:\SystemS\09 
ASD 

ASD 

73 

CLONAZ .M 
RTE 


17_10\744073 . D 
3:08 


Abundance 

TtC: 744073.D\data,ms 


600000 

7: 

01 

400000 



I 

200000] 

O' 

i 

^ I t ^ ^ I M ‘ ‘"I ; 'I 1 » J I' I ^ ■ I ‘ ' ^-r'-T-T--r-T--r--r--r~f < i i f > T < * } 

f 

! 


T f“t T'p^TiijiiiJ rijJirij-lf 1—T 


2.00 2.50 3.00 3.50 4.00 4.50 5.00 6.60 6.00 6.60 7.00 7,60 8.00 8.50 9.00 9.50 10.00 


Ret. Time 

Area 

Area % 

Ratio % 

7,101 

1374711 

100.00 

100 .00 


744073.D 


Fri Nov 05 13:41 


22 2010 


Page 1 
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Area Percent / L.ibrary Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\09_17_10\744073.D 
ASD 

18 Sep 2Q1 Q 3:08 

73 

CLONAZ.M 
RTE 


Search Libraries: C:\DatabaseXSLI*L 

C: \Database\PiyiW__T0X2 , L 
C;\Database\NIST08.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


CAS# Qual 


1 7,10 C:\Database\PMW_TOX2.L 

Clonazepam 001622-61-3 99 
Clorazepate-M/artifact AC 000000--00-0 9 
Terfenadine AC 000000-00-0 7 



744073.D 


Fri Nov 05 13:41:22 2010 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name 
Submitted by : 
Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\09 
ASD 

18 Sep 2010 
BLANK 
ASD 
2 

CLONAZ 

RTF 


17_10\744075,D 
3 : 35 


Abundance 


TIC: 744075.D\data.ms 



1 O'n-— -i 

2.00 2,t 


60 3.00 3.60 4.00 4,60 5.00 6.60 6.00 6.60_7.00 _7:60 8.00_aSO 9.00 9,50 10.00 


Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


744075,D 


Fri Nov 05 13:41:44 2010 


Page 1 
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Area Percent / Library Search Report 


Information from 

File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\09 17 10\744076.D 
ASD 

0 3:48 

ASD 

76 

CLONAZ.M 
RTE 


Abundance 

800000 

600000 

400000? 

200000 

0 I ^ I 1 I t 

Time-> 2,00 ^6p_ 



3.00 3.50 4.00 4.60 6.00 5,50 6.00 6.50 7.00 7.60 8.00 8.60 9.00 9,50 10.00 


Ret 

, Time 

Area 

Area % 

Ra tie % 

4 . 

155 

340242 

13.29 

15.33 

7.107 

2219344 

86.71 

100.00 


744076.D 


Fri Nov 05 13:41 


47 2010 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

D: \Sy3tem8\0 9__17__10\74 4 07 6. D 
ASD 

18 Sep 201 0 3:48 

ASD 

76 

CLONAZ.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\PMW_TOX2.L 
C:\Database\NIST08.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


CAS# Qual 


1 4.15 C;\Database\NIST08.L 

Caprylic anhydride 000623-66-5 50 

3,7 Dimethyloctyl propylphosphonofi 1000298-29-8 47 

Propylphosphonic acid, fluoroanhydr 333416-20-9 47 



Abundance 


60 

60 

40 

20 


hi/z-> 


67 


29 


43 

1 \ I h I j-r 


69 


64 98 109 




#113517: Caprylic anhydride 
^7 






143 155 168 


rp- 


214 


30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


744076.D Fri Nov 05 13:41:48 2010 


Page 2 
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Area Percent / Library Search Report 


Information from Data File; 

File Name : D:\System8\09_17_10\744076.D 

Operator : ASD 

Date Acquired : 3:48 

Sample Name : 

Submitted by : ASD 

Vial Number : 76 

Acquis!tionMeth; CLONAZ. M 
Integrator : RTE 


Search Libraries: C:\Database\SLT,L Minimum Quality: 80 

G:\Database\PMW__TOX2.L Minimum Quality: 80 

C:\Database\NIST08.L 

PK# RT Library/ID CAS# Qua! 


2 7.11 C:\Database\PMW_TOX2.L 

Clonazepam 001622-61-3 99 
Clorazepate-M/artifact AC 000000-00-0 9 
Terfenadine AC 000000-00-0 7 




744076.D Fri Nov 05 13:41:48 2010 Page 3 


Folk OIG PRR 037152 



















Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name ; 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\09_17_10\7 4 4 07 8 . D 
ASD 

18 Sep 2010 4:15 

BLANK 
ASD 
2 

CLONAZ.M 

RTE 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS * * * 


744078.D 


Fri Nov 05 13:42:10 2010 


Page 1 
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Area Percent / Ijibrary Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\0 9_17_10\7 4 4 07 9. D 
ASD 

18 Sep 2010 4:28 

CLONAZEPAM STD 
ASD 
58 

CLONAZ.M 
RTE 


Abundance 


800000 


6000001 

i 

400000 


200000 ] 


TIC: 744079.D\daia.ms 


7.113 




T" 








2,00 2,60 3.00 3.50 4.00 4.50 5.00 6.50 6,00 6,50 7.00 7,60 8.00 8.50 9.00 9.50 10,00 


Ret. Time 

Area 

Area % 

Ratio % 

7.113 

2608698 

100.00 

100.00 


744079.D 


Fri Nov 05 


13:42:15 2010 


Page 1 


Folk OIG PRR 037154 









Area Percent / L.ibrary Search Report 


Information from Data File: 

File Name 

D:\System8\09 17 10\744079.D 

Operator 

ASD 

Date Acquired 

18 Sep 2010 4:28 

Sample Name 

CLONAZEPAJyl STD 

Submitted by 

ASD 

Vial Number 

58 

AcquisitionMeth 

CLONAZ.M 

Integrator 

RTE 


Search 

Libraries; C:\Database\SLI.L 

C:\Database\PMW TOX2.L 

C:\Database\NIST08.L 

Minimum 

Minimum 

Quality: 80 
Quality: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


1 

7.11 

C:\Database\PMW_TOX2.L 





Clonazepam 

001622-61-3 

99 



Ciorazepate-M/artifact AC 

000000-00-0 

9 



Terfenadine AC 

000000-00-0 

9 


Abundance 


801 


60- 


j 40 


20 



28 

0 

UUiV- 

m/z-> 

40 


Average of 7.017 to 7.269 mm.: 744079.D\data.ms (-) 



314 


300 


Abundance 


#464: Clonazepam 


PI 574 


80 
601 
40' 
20 
0 


234 


76 


62 






89 


I 


161 177 


205 


■'1 . 


26B 


252 

i 


40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 



744079.D 


Fri Nov 05 13:42:15 2010 


Page 2 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\09__17__10\7 4 4 090 . D 
ASD 

18 Sep 2010 6:50 

BLANK 
ASD 
2 

DRUGS * M 
RTE 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


744090.D 


Fri Nov 05 13:42:36 2010 


Page 1 


Folk OIG PRR 037156 








Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\09_17_10\744091.D 
ASD 

18 Sep 2010 7:03 

METHADONE STD 
ASD 
91 

DRUGS,M 
RTE 


tiC: 744091.OVdata.nris 


U ’ T i t \ r r 

Time-> 2.00 2.50 

-T~T~T-T" f ' 1 'T [■ i I 1 - h } f ) 1 1 1 I- 1 r j 

3.00 3,50 4,00 4.60 6.00 

5.50 

’ ' 1 ' ' 
6.00 

6.50 7.00 7.b 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area 

% 

Ratio % 

4 .652 

2201824 

100. 

00 

100.00 


jAbundance 

I 2000000 

i 

i 1600000 

t000000 
500000 


I 


4.$52 


I 


744091,D 


Fri Nov 05 13:42:40 2010 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitlonMeth: 
Integrator : 


Data File: 

D:\System8\09_17_10\744091,D 
ASD 

18 Sep 2010 7:03 

METHADONE STD 
ASD 
91 

DRUGS.M 
RTE 


Search Libraries: 


C;\Database\SLI.L 
C: \Database\PMW__TOX2 . L 
C:\Database\NIST08.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# 


RT 


Library/ID 


CAS# 


Qua 1 


1 4.65 C:\Database\SLI,L 

METHADONE 


001095-90-5 96 


Abundance 


80 


60] 


40 


201 


n 


Average of 4.610 to 4.819 min.: 74409t0\data,ms (-) 


81,^ 102 152 189 201210^^2^^ 248_ 263 276 308 ; 

30.40 50 60 70 80 90 100110120130140150160170180190 200 210 220 230 240 250 260 270 280 290 300 310; 


29 42 

0 I I T-| 


57 

ryvT^Cr , 




Abundance 


80 


60 

40 

20 


42 




57 

rT44-r 


7^ 


#2: METHADONE 


81 

'n" 


91 

h" 


102 116 128138 152 IfS 178 193 204 223 236 247 264 277 294 309 

r, , r !yn n-]-m-TTTT-p-r-j-ri i u .‘m m rrrrTTTT-.-i-r,-T-rrTr, -i rrri-rvr-n-TT'^, i rrm , , , 


30 40 50 60 70 80 90 100110120130140150160170180190 200210 220 230 240 260 260 270 280 290 300 310 


744091,D 


Fri Nov 05 13:42:40 2010 


Page 2 


Folk OIG PRR 037158 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\09__17__10\74 4 0 93 . D 
ASD 

18 Sep 2010 7:28 

BLANK 
ASD 
2 

DRUGS •M 
RTE 



Ret, Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


744093.D 


Fri Nov 05 13:42:55 2010 


Page 1 


Folk OIG PRR 037159 











Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\09 17 10\744094 
ASD 

7:40 

ASD 

94 

DRUGS . M 
RTE 


D 



Ret, Time 

Area 

Area % 

Ratio % 

4.652 

1577477 

100,00 

100,00 


744094.D 


Fri Nov 05 13:42:58 2010 


Page 1 


Folk OIG PRR 037160 








Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 

Data File: 

D:\System8\09 17 10\744094.D 
ASD 

18 Sep 2010 7:40 



Sample Name : 




Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 

ASD 

94 

DRUGS , M 

RTE 



Seairch Libraries 

: C:\Database\SLI.L 

C:\Database\PMW TOX2.L 

C:\Database\NIST08.L 

Minimum 

Minimum 

Quality: BO 
Quality: 80 

PK# RT 

Library/ID 

CAS# 

Qual 


1 4.65 C;\Database\SLI.L 

METHADONE 


001095-90-5 96 


*|At>undanc© 

I 80 
60- 
40 




Average 014,616 to 4.537 min.: 744094<0\data.ms (-) 





106^^^ 128 139 152 ^78^59 203 ^?^233 247 262 276 294 309 


|m/z-> 


30 40 50 60 70 80 90 100 110 120 130 140150 160 170 180 190 200 210 220 230 240 250 260 2 70 280 290 300 310 


Abundance 

80 

60 

40 




#2: IViETHADONE 


20 


42 

14 ^ 




30 


40 


70 


IM 


91 


102 115 128138 152 1^^ 178 193 204 223 236 247 264 


277 


294 


309 

rjT 


I ' ^ ^ n " ■ M ' * ‘ ' I ' ■ " i rrp n-rjTTrv-p-m-jT ^rn-y-rrrvp-TTTyr r .rr-p 

80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 260 290 300 310 


744094.D 


Pri Nov 05 13:42:58 2010 


Page 2 


Folk OIG PRR 037161 



















Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name 
Submitted by : 
Vial Number : 

AcquisitionHeth: 
Integrator : 


Data File: 

D:\System8\09 
ASD 

18 Sep 2010 
BLANK 
ASD 
2 

DRUGS,M 
RTE 


17___10\744096 . D 
8 : 05 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


744096.D 


Fri Nov 05 13:43:06 2010 


Page 1 


Folk OIG PRR 037162 






Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 
Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\09_17__10\744097 , D 
ASD 

18 Sep 2010 8:18 

97 

DRUGS.M 
RTE 


Sundance 

1500000 

1000000 

500000 

Ot-T iT-r > I I I I I I I I I I I * 1 h I I I 

Tirne-^> 2,00 2.50 3.00 3.50 4 .00 


.TfC: 744097.D\dat£nns 

4.062 


4,60.6,00. 5.50 6.00 6.50 7.00 7.50 8.00 ' 8.50 


T 


9.00 


^60 ' ' 


Ret, Time 

Area 

Area % 

Ratio % 

4.652 

1457054 

100.00 

100.00 


744097.D 


Fri Nov 05 


13:43:10 2010 


Page 1 


Folk OIG PRR 037163 












Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by i 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\09 
ASD 

ASD 

97 

DRUGS.N 
RTF 


17__10\744097 . D 
8 : 18 


Search Libraries: C:\Database\SLI.L 

C : \Database\PMW__TOX2 . L 
C:\Database\NIST08.L 


Minimum Quality: 80 

Minimum Quality: 80 


PK# RT Library/ID 


CAS# Qual 


1 4.65 C:\Database\SLI.L 

METHADONE 


001095-90-5 96 


jAbundance 


801 

i 

i 

60! 
40' 
201 




29 


T* 

30 


42 

-TT++T- 


57 




Average of 4.604 to 4.825 mir>.; 744097.D\data.ms {-) 


82 .®,^ 105115 128138 152 

i ‘( 1 p n ~ r] ~t ' T^r' frrr 1' T] 'I j > I' j 11 rT'n'i i ryt-f - 


165 


195204 223 235 247 262 276 294 


310 


40 50 60 70 80 90 100 110 120 130 140 160 160 170 180 190200210220 230240^6026027028o3o 300310 


Abundance 


80 


60 


40 


20i 






#2: METHADONE 


30 40 60 60 


115 128138 

^ *t'|i 1 I I'l t f I ( H 


152 

T*“ 


165 

I 


178 

rf y f 


193 204 223 236 247 264 277 


294 

■yi-tT-i 


309 


rj-i^T-rjT-r^-ryrrr-ryrrT-r'ji i M | r M M M k j I ■ r, | f. rry tryrTTTTTT-r-T-p-* m | I'l r-ryrrrj- rrrr p-rry m . p . . m p m fpTri ymyr 

80 90 100 110 120 130 140 160 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 310 


744097.D 


Fri Nov 05 13:43:10 2010 


Page 2 


Folk OIG PRR 037164 









Area Percent / Library Search Report 


Information from Data File: 

File Name ; D:\System8\09_17_10\744099.D 

Operator : ASD 

Date Acquired ; 18 Sep 2010 8:42 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Sundance TIC: 744099.b\data.fas 

i 30001 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


744099.D Fri Nov 05 13:43:40 2010 Page 1 

Folk OIG PRR 037165 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\09__17__10\744000 . D 
ASD 

8 : 55 

ASD 

100 

DRUGS.M 
RTF 


Abundance 
1000000 

800000 
600000 
400000 
200000 


[rime- 



Ret. Time 

Area 

Area % 

Ratio % 

4,651 

1032444 

100.00 

100,00 


744000.D 


Fri Nov 05 


13:43:53 2010 


Page 1 


Folk OIG PRR 037166 










Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionHeth: 
Integrator : 


Data File: 

D:\System8\09_17_10\744000.D 
ASD 

18 Sep 2Q1Q 8:55 

ASD 

100 

DRUGS. M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\PMW_TOX2.L 
C:\Database\NIST08.L 


Minimum Quality: 80 

Minimum Quality: 80 


PK# RT Library/ID 


CAS# Qual 


1 4.65 C:\Database\SLI.L 

METHADONE 


001095-90-5 96 


Abundance 

I 

i 

i 

801 


n 


Average of 4,604 to 4.819 min,: 744000,D\data.ms (-) 


60 i 

i 

401 


20 


hi/z--> 


29 

30 


44 57 

I 1 j-WTi-j'T-rlip 

40 50 60 


81 


91 


105^|5 129139 152 


166 

.1 


178 

n 1 I'f I I 


191200209 223 236 250 262 276 


294 

'-rpi 


310 


70 80 90 100 110 120 130 140 150160170 180190 200 210 220 230 240 250 260 270 280290300 310 


Abundance 

80 


n 


#2: iVlETHADONE 


60 

40 




t/z-> 



193 204 223 236 247 264 277 294 309 


I, 81 102 116 128138 152 165 178 

^ vV/ t T vym rTTr^^rp ^ . I'j i m t M rrp-^rr. j rj . m p m < p < . , p .-rrrp ■ i i p p i . | .-n-p-r,-r-,-j-rrTTjTr^rp-rrrp-rTTxyT-^ 

60 70 80 90 100110 120130140160160170180190 200 210 220 230 240 260260 270 280 290 300 310 


744000.D 


Fri Nov 05 13:43:54 2010 


Page 2 


Folk OIG PRR 037167 
















Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\09_17_10\742891.D 
ASD 

18 Sep 2010 9:22 

BLANK 
ASD 
2 

DRUGS.M 
RTE 



Ret. Time 


Area 


Area % Ratio % 


***NO INTEGEIATED PEAKS*** 


742891.D Fri Nov 05 13:44:06 2010 


Page 1 


Folk OIG PRR 037168 









Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

D:\System8\09_17_10\742892.D 
ASD 

18 Sep 2010 9:34 

METHADONE STD 
ASD 
91 

DRUGS -M 
RTE 


^bundaace 

I 2000000 I 


1500000 


1000000 


500000 


0^ I » I 

2.00 2.SQ 3.00 3.50 


TIC: 742a§2.D\daraTms 

4.$52 


' i ' A I ^ I ^ . f i T-,-. I T--r--r-T--]™rM' | . j i | ^ i i . | y-r-T-r ^ < 

4.00 4.50 5.00 5^60 6.00 6.50 7.00 7. 50 S.00 __ 8,^.9,00 



Ret, Time 

Area 

Area % 

Ra t i o % 

4.652 

2081699 

100.00 

100,00 


742892.D 


Fri Nov 05 


13:44:16 2010 


Page 1 


Folk OIG_PRR_037169 


















Area Percent / Library Search Report 


Information from 
File Name 
Operator : 

Date Acquired : 

Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

D: \System8\09__17_10\742892 . D 
ASD 

18 Sep 2010 9:34 

METHADONE STD 
ASD 
91 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI.L 

C:\Database\PMW_TOX2.L 
C:\Database\NIST08.L 


Minimum Quality: 80 
Minimum Quality: 80 


PK# RT Library/ID 


CAS# Qual 


1 4.65 C;\Database\SLI.L 

METHADONE 


001095*-90'-5 97 




.buadance 


80 

60 

40 

20 




Average of 4.610 to 4.855 min.: 742892.D\data.ms (-) 


i ni ^1^ i ll 105 129139 162 1,95 206 223232 247 263 276 294 308 

I U iTt'i'i j IG I j i H -TJTTT71 i 1 M j iVrV j I 1 f- rj - VT ' t i [ ri ‘ i i} > > ■ i ' ] * ' j i - rt-pj-r-inr^^r ^V -F- f rrnry i i 11 j r m- rrrr i - j'T'i i 11 m < i j i n -r rTT TTyr'T^ - < [ i ^ m ^ T -n- rp - T 

_30 40 50 60 70 80 90 100 11 0 120 130 140 IS0160 170 180 190200210220230 240 250 260 270280290 3003 10 


Abundance 


80 


#2: METHADONE 


60 

40 

20 


7i2 




OVm-j ?TV 


42 


57 


81 


91 i02 118 126138 182 1^^ 178 193 204 223 236 247 264 277 294 309 

tf- rr iT* ; I'i-viyttViy^-^ I t‘j i l i ly f > i j | t t i rj i i T l j I - I - I l‘| ; < i > |T^-rr f i . -r-rpiTr i j t'l t ryT-r i i ^ i Y T Tj in i j t i i jf \ i i i | it -rr|-T h-Tyr i t ; | rr 


30 40 50 60 70 80 90 100110120130140160 160170180190 200210 220230 240250 260 270 280290 300310 




742892.D 


Fri Nov 05 13:44:17 2010 


Page 2 


Folk 01G_PRR_037170 























